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Exhibit A : 


GROUND DUPLICATING AND ANALYSIS EQUIPMENT 
MANUAL REQUIREMENTS AS SET FORTH IN THE CONTRACT 


RACK LETTER 

DESIGNATION REQUIREMENT NO. 1 REQUIREMENT NO. 2 REQUIREMENT NO, 3 
A 15 ~ 10 and 1 Reproducible 
By and Bo 15 - 10 and 1 Reproducible 
C 25 - 10 and 1 Reproducible 
D Canceled Canceled Canceled 
E 25 - 10 and 1 Reproducible 
F ho - 10 and 1 Reproducible 

3-Channel System 25 - 10 and 1 Reproducible 
G . a5 15* 15 and 1 Reproducible 
H | 15 15% 15 and 1 Reproducible 
J. 15 15* 15 and 1 Reproducible 
K 15 15* 15 and 1 Reproducilbe 


14-Channel System 
Gy H, J and K Racks 


Only - 15* 15 and 1 Reproducible 
L 15 - 2 
M 15 = = 
N 15 “ zs 


14-Channel System 
G, H, J, K, L, M 
and W Racks 15 - = 


* Not Funded in Contract 


SECRET 


This document contains information affecting the national 
defense of the U:ited States within the meaning of the 
Espionare Laws, Tile 18 U S.C, Section 793 and 794. Its 
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